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Building construction at the Rostock-Bramow Fish Combine has been 

in m a^f^ SUSPe ? ded : ThC co ^ tractin g fi ™> Bau.-Unlon Rostock, is engaged 
in airfield construction on Rugen. None of the buildings erected here 

for^ipes* SUnmer ° an hC heated this winter > because there is no material 

t£ ESSS” ° f 10 2 hp " DleSel engines :Ls to be discontinued immediately at 
the Die oelaotorenwerke Rostock. The manufacture of these engines will be 
carried out only by Buckau-Wolf , Magdeburg. The Rostock tofts S£ 

manufacture 400 hp, Diesel engines, but there are difficulties with the 
mechanical equipment of the works. 

The Staatssicherheitsdienst (SSD) has enlarged the Rostocker Hof, partly as a 
chambers 11 ^ detenfclon station. There are single cells and so-called torture 

The city of Rostock has to provide hoo dwelling houses for Soviet personnel 
renovated and newly decorate d D personnel. 
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